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"he Event 
8th Annual 
lesign Excellence Awards 


'rl., Nov. 5, 7 p.m. 
lotel Nikko 


did you make reservations to 
ie present when the Chicago 
jhapter presents its Design 
ixcellence Awards for Distin- 
juished Buildings, Interior Ar- 
ihitecture, Divine Detail, 25 
'ear Award, and the Chicago 
ward for design students? 
lope so, because it's going to 
16, as last year at the Hotel 
likko, a grand, gala affair. 


Jutsourcing: 
\ Business Reality 


'ues., Nov. 9, 5:30 p.m. 
MA Chicago Board Room 
jponsor: Corporate 
Architects Committee 


'here are challenges and op- 
xortunities in corporate 
lownsizing. This program of- 
ers guest speakers who will 
ihare their perspectives in 
ierving as outsourced consult- 
1g services staff to corpora- 
ions. 


dissimilar Metals in 


sontact 
'he Facts and the Fallacies 


'hurs., Nov. 18, Noon 

zhicago Bar Assn. 

121 S. Plymouth 

zost: $7.50 (includes full lun- 

;heon buffet. Register on site 

ind pick up lunch tickets in 

he 1st floor Membership Of- 

ice of the Bar Assn. Building - 

ing to the des- 

gnated meeting room.) 

MA and non-AIA members 
are welcome 

3ponsor: Technical 
Committee 


)r. John Slater, with Invetech 
nc., corrosion consulants of 


Houston, will talk on the met- 
als used in architectural prac- 
tice and their corrosive effect 
on one another in a galvanic 
environment. 
Dick Fencl, AIA 
Committee Chair 


Healthcare Projects 
Displayed 


Opening Reception 

Sat., Nov. 20, 6-8 p.m. 

CAF Atrium Gallery 

224 S. Michigan Ave. 

Sponsor: Committee on 
Architecture for Health 


This reception is being held in 
conjunction with the Sixth Sym- 
posium on Healthcare Design, 
meeting November 18-21 at 
the Chicago Marriott Down- 
town. The exhibit will bring to- 
gether people from across the 
country for a social occasion 
and to view displays of re- 
gional architects' and 
designers' healthcare projects. 
It is an opportunity for design- 
ers, vendors, and healthcare 
executives to meet and net- 
work while enjoying live 
music, hors d'oeuvres and 
drinks. 

Displays by local and re- 
gional firms will be open for 
public viewing in the Chicago 
Architecture Foundation cen- 
tral atrium space from Novem- 
ber 12 through December 10. 

For more information, you 
may contact me at 312/908- 
8788. 

Scott C. Nelson, AIA 
Committee Chair 


Virtual Consultants 


Tues., Nov. 23, 5:30 p.m. 

Chapter Board Room 

Sponsor: The Computer 
Committee 


See a demonstration of 
AlAOnline and participate in a 
discussion of modems and 
telephone communications. 


Medical 


Technologies 
The Challenges and 
Implications in Design 


Tues., Nov. 30, 4-5:30 p.m. 

CAF 1st Floor Conference 
Room 

224 S. Michigan Ave. 

Sponsor: Committee on 
Architecture for Health 


An informal presentation de- 
scribing the challenges and im- 
plications for designing for 
new medical technologies with 
the focus on medical imaging 
will be conducted by Bill 
Rostenberg, SMP, San Fran- 
cisco, and Mo Stein, Stein 
Group, Phoenix. This presen- 
tation is based on a similar talk 
given at the AHA/ASHE Inter- 
national Symposium on Plan- 
ning, Design + Construction 
in New Orleans this past Sep- 
tember. 

Space is limited, so please 
call AIA Chicago with your res- 
ervation ASAP to insure avail- 
ability. The space for this 
meeting is being sponsored 
by SOM-Chicago. 

Scott C. Nelson, AIA 
Committee Chair 


No Magic in 
Partnering 

Applying its Principles to 
Smaller Firms and Smaller 
Projects 


Tues., Nov. 30, 5:30 p.m. 

Chapter Board Room 

Sponsor: Office Practice 
Committee 


Through the buzz words and 
the jargon of the day, partner- 
ing is a framework for resolv- 
ing disputes within the team 
through open communica- 
tions and an atmosphere of 
trust and cooperation. Partner- 
ing assumes that quality work 
is never achieved in an ad- 
versarial environment. It is a 
method of thinking that as- 
sumes that in the life of every 
project there will be disagree- 


ments among team members 
and that mistakes happen. 

Any project that deals with 
more than one firm can benefit 
from the principles of partner- 
ing. A discussion led by com- 
mittee members Art Salzman, 
AIA, and Jonathan Fischel, 
AIA, will address building 
teams, establishing the rules 
and roles that guide the proj- 
ect, the role of value engineer- 
ing, liability issues, and per- 
sonal adjustments to project 
leadership. 

Please join us for insights 
into how to achieve successful 
projects through mutually prof- 
itable relationships. 

Pat Rosenzweig 
Committee Chair 


Chapter Annual 


Meeting 
2nd of the Year but First of 
the New Chapter Year 


Wed., Dec. 8, 5:30 p.m. 
Chicago Historical Societv 


Don't be confused. Yes, we 
did have an annual meeting 
earlier this year, and you may 
have attended it - the one 

held on May 20 at the Univer- 
sity Club. But with the restruc- 
turing of the Chapter, which 
was voted on at that May meet- 
ing, our fiscal year (January 
through December) will now 
coincide with our Board of Di- 
rectors year. This means our 
Annual Meeting will be held in 
December - beginning this De- 
cember. 

And so, on December 8, 
5:30 p.m., we will convene at 
the Chicago Historical Society 
for the purpose of electing offi- 
cers and directors to the 1994 
Board. There will be a cocktail 
reception from 6:30 - 8 p.m. 
There is no cost to attend the 
business meeting, but tickets 
for the reception are $15 to 
members and $20 for non- 
members. Join us by making 
reservations through the Chap- 
ter office. 


1994 BOARD CANDIDATES 
ESS TJ 


Election at December Annual Meeting 


s noted in the Program section 

of this issue, our Board of 

Directors’ year and our fiscal 
year will now be one-in-the-same. Here 
is a review of the new board structure, 
which was voted on at the May Annual 
Meeting. 

All officers and board members 
will assume their offices on January 1, 
and this change becomes effective with 
January 1994. The board is composed 
of the officers (president, first vice presi- 
dent/president-elect, two vice presi- 
dents, secretary, and treasurer), plus the 
immediate past president, eight direc- 
tors elected from among the chairs of 
the Technical and Professional Commit- 
tees, the chair of the Construction Af- 
fairs and of the Corporate Architects 
Committees, four directors at large, and 
the representative of the Illinois Coun- 
cil delegation. These are voting mem- 
bers of the Board. Non-voting mem- 
bers are the associate director, profes- 
sional affiliate representative, and the 
Regional AIA Director. 

At the December 8 Annual Meet- 
ing we will be electing a new secretary, 
an Illinois Council delegate, and direc- 
tors from the various committees that 
are to be represented on the Board (as 
described above.) 

And now we introduce the candi- 
dates to you. 


EE a TE OA i ANAREN] 
Annual Meeting 


Wednesday, December 8, 1993 
5:30 p.m. 
Chicago Historical Society 
Reception: $15 members 
$20 non-members 


Secretary (For one year) 

ARTHUR G. SALZMAN, AIA 
President, Office of Arthur G. Salzman, 
Consulting Architect. 


Chapter Activities: Current Director, 
Board of Directors; Chapter Mentor; 
Member, Technical and Office Practice 
Committees and Senior Management 
Technical Roundtable. 

National Activities: Past Member, 
Practice Committee. 

Other Professional Activities: Mem- 
ber, CSI; Member and Co-chair, CSI- 
BAC Liaison Committee; Member and 
Past Symposium Program Chair, Chi- 
cago Committee on High Rise Building; 
Speaker, 8th International Conference 
on Wind Engineering, Ontario; Mem- 
ber, BOCA International; Member Pre- 
stressed Concrete Institute Architec- 
tural Precast Concrete Services Commit- 
tee. 

Publications: Journal of Wind Engi- 
neering & Industrial Aerodynamics. 
Honors: Award of Merit, Structural 
Engineers Association of Illinois; Spe- 
cial Recognition, Precast/Prestressed 
Concrete Institute; Special Award, 
Friends of Downtown. 


Statement: The objectives of the Institute 
and AIA Chicago are inter-related: to dem- 
onstrate the architect’s value to society, to 
empower individual architects synergisti- 
cally, and to focus activity within the chap- 
ter. The implementation of the Chapter’s 
strategic plan to foster these objectives is an 
honorable task. I want to help with that 
task. 


For One Year Director 
(From the Committees) 


Corporate Architects 
HENRY D. POHL, AIA 
Consulting Architect, Henry D. Pohl 


Chapter Activities: Chair, Corporate 
Architects Committee; Member, 1993 
AIA Convention VIP/Protocol Commit- 


tee; Member, Real Estate Committee. 
National Activities: Member, Corpo- 
rate Architects Committee, 1990 Corp: 
rate Architects Conference Planning 
Committee, 

Publications: Corporate Architects N: 
tional Newsletter. 


Design 

ALAN ARMBRUST, AIA 

Project Designer, O'Donnell Wicklunc 
Pigozzi & Peterson 


Chapter Activities: Design Committee 
Co-chair; Chairman, Divine Detail 
Award; Chairman, Ben Joncke Student 
Award; Juror, Student Award; Fundrai 
ing Committee. 

Other Professional Activities: Board 
of Directors and Treasurer, The Chi- 
cago Architectural Club; Competition 
Organizer, Burnham Prize. 

Honors, Distinctions: AIA Chicago 
1993 Young Architect Award; Honor- 
able Mention, National AIA Photo 
Competition; Honorable Mention, Chi 
cago Tribune World’s Fair Competi- 
tion; Burnham Prize Winner. 


Statement: The AIA needs to focus addi- 
tional energies on education, primarily ed 
ucating the general public and business de 
cision-makers about the value of architect: 
and quality design solutions. This will re 
inforce and reinvent the profession to mee 
new needs and reiterate existing ones. Al- 
so, there should be additional coordinatio; 
between the numerous architectural orgar. 
zations, in an effort to avoid redundancy 
and make more efficient use of our time. 


Government Affairs 
ROBERT C. ROBICSEK, AIA 
Vice President/Principal, Environ, Inc. 


Chapter Activities: Chair, Govern- 
ment Affairs Committee; Past Chair, 
Micro-computer Committee, Young A: 
chitects Committee; Past Member, 
Computer Committee, Kenwood/Oak: 
land Task Force, Woodlawn Task 


Art Salzman 


Force, Lakefront Task Force, Parks De- 
sign Task Force; Past Member, Com- 
puter Committee; Delegate, Illinois 
Council. 

Other Professional Activites: Past 
Board Member, Architectural Assis- 
tance Center. 

Honors, Distinctions: 1983 Peak Exhi- 
bition; 1984 and 1985 CAAC Achieve- 
ment Award; 1991 Award of Merit, Illu- 
minating Engineering Society. 
Publications: Inland Architect, Con- 
tract, Architecture, Technology, Threshold. 


Statement: The very foundation of our 
profession has been affected by economic 
changes, the computer "revolution," and 
environmental and licensing issues. If ar- 
chitecture and architects are to survive 
and flourish we must work toward a set of 
common goals as a group of professionals 
rather than a collection of loosely affiliated 
individuals. These goals must include in- 
creasing the public awareness of the 
profession’s importance and substantial 
contribution to the environment; the 
value of our services; and the importance 
of our role in the community. ‘The future 
of our profession rests on our ability as ar- 
chitects to stand united and work together 
to implement these goals. 


Historic Resources 

T. GUNNY HARBOE, AIA 
Director, Preservation Group, 
McClier 


Chapter Activities: Co-chair, Historic 
Resources Committee; Member, Design 
Committee; participated in Awards Pro- 
gram. 

National Activities: Member, Historic 
Resources Committee. 

Other Professional Activities: Mem- 
ber, Inspired Partnerships’ Technical 
Advisory Committee; Member, Na- 
tional Trust for Historic Preservation, 
the Association for Preservation Tech- 
nology, US/ICOMOS, and LPCI. 
Honors, Distinctions: Project Archi- 
tect for Rookery Restoration, which has 
won numerous awards including Na- 


Bob Robicsek 


Alan Armbrust 


tional AIA Honor Award and Interior 
Award of Excellence, two ALA Chicago 
Honor Awards, National Trust for His- 
toric Preservation Honor Awards, LPCI 
President’s Project of the Year Award. 


Interior Architecture 

JANET HAHN LOUGEE, AIA 
President, Hahn Lougee + Associates, 
Inc. 


Chapter Activities: Co-chair, Interior 
Architecture Committee; Active Mem- 
ber, Fall Awards Program. 

Other Professional Activities: Mem- 
ber, Chicago Real Estate Board; Associ- 
ate Member, IBD; Auxiliary Board Mem- 
ber, Chicago Architecture Foundation. 


Office Practice Committee 
THOMAS M. OKARMA, CPCU 
Executive Vice President, 

AVA Insurance Agency, Inc. 


Professional Activities: Member and 
1994-95 President Elect, Chicago Build- 
ing Congress; Associate Member, Struc- 
tural Engineers Association of Illinois; 
Seminar Leader on Loss Prevention. 
Publications: Articles for trade journals 
and association newsletters on loss pre- 
vention, project insurance, design-build, 
professional liability. 


Statement: / would like to see the Insti- 
tute concentrate on helping its members 
better equip themselves for the changed 
business climate in the 1990s and beyond. 
Areas to be investigated could include: 1) 
How to effectively market the value of an 
architect’s services to prospective clients; 2) 
PI the marketplace and identifying 
where the greatest need for architectural 
services will be over the next five to ten 
years; 3) How to shape one’s practice to re- 
main fresh and competitive. 


Planning and Urban Affairs 
LEONARD KOROSKI, AIA 
Senior Associate, Lohan Associates 


Len Koroski 


Tom Okarma 


Chapter Activities: Co-chair, Planning 
and Urban Affairs Committee; Mem- 
ber, Circulator Task Force. 

National Activities: Member, Urban 
and Regional Design Committee. 
Other Professional Activities: Mem- 
ber, Metropolitan Planning Council and 
Burnham Park Task Force; Past Do- 
cent, Chicago Architecture Foundation. 


Statement: Jdealism...A continued chal- 
lenge, and an opportunity, for our profes- 
sion is to express a greater position of lead- 
ership within the community at large. 

This can encompass a greater civic vision, 
the ability for design to respond to the con- 
stantly changing patterns of living, and an 
acknowledgement of an environmental re- 
sponsibility in design and the use of re- 


sources. 


Technical 

RICHARD E. FENCL, AIA 

Senior Technical Coordinator, Lohan 
Associates 


Chapter Activities: Chair, Technical 
Committee. 

Other Professional Activities: Mem- 

ber, CSI Chicago Chapter; Certified 

ċċ lit Specifier; NCARB Certi- 
ied. 

Honors, Distinctions: Member, Tau 

Beta Pi- Engineering Honorarv Societv. 


Statement: Within the present commit- 
tee framework, I would like to see the local 
chapter emphasize more educational 
and/or continuing education programs in- 
volving the technical, practice, and man- 
agement based concerns and needs of our 
profession, with less emphasis placed on de- 
sign and design award programs. 


Young Architects 
DOUGLAS B. ROSS, AIA 
Principal, Douglas Ross & Associates 


Chapter Activities: Chair, Young Ar- 
chitects Committee; Co-chair, "Grand 
Projects" Exhibition. 


Other Professional Activities: Mem- 
ber, Greater North Michigan Avenue 
Association Planning and Zoning Com- 
mittee; Thresholds Housing Oversight 
Committee. 

Publications: Japan Architect (JA); Chi- 
cago Tribune Magazine. 


Statement: As a "young" architect I 
don’t yet have the benefit of experience to 
reflect upon the long history of the AIA. 
But as a "young" architect, I would like to 
see this Chapter expand its efforts to reach 
out to its younger members by becoming 
more responsive to their needs, difficulties, 
and the pervasisve sense of alienation from 
the Institute that they appear to feel. In ad- 
dition, and just as important, I would like 
to see the AIA continue to encourage "sus- 
tainability" and its related issues as a vital 
part of our professional responsibilities. 


Director (One Year, Representing the 
CIAC) 

BRIAN JACK, AIA 

Associate Partner, Skidmore, Owings & 
Merrill 


Chapter Activities: Current Illinois 
Council Delegate. 

Other Professional Activities: Mem- 
ber, Construction Industry Affairs Com- 
mittee 


Director (Through December 1995, 
completing Arthur Salzman’s term) 
THOMAS R. SAMUELS, AIA 
Partner, Executive Vice President of 
Walsh, Higgins & Company 


Chapter Activities: Current Vice Presi- 
dent and Past Treasurer, Board of Direc- 
tors; 1993 Convention Committee. 
Other Professional Activities: Mem- 
ber, Urban Land Institute, Lincoln Park 
Renewal Corp., American Planning As- 
sociation, and Triangle Planning and 
Zoning Commission. 


Illinois Council Delegate 

LEONARD A. PETERSON, AIA 
President, O'Donnell Wicklund Pigozzi 
& Peterson 
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Chapter Activities: Past President, 
Past Secretary, Past Director, Past Gov- 
ernance Committee Member. 

National Activities: Participant, 1991 
and 1992 Grassroots Symposiums 
Honors: Francis J. Plym Fellowship 


Statement: For those of us who practice 
architecture primarily in the State of Illi- 
nois, the Illinois Council can arguably be 
defined as "life source" for sustaining, pro- 
tecting, and improving the laws of the 
State that allow us to practice, hopefully, 
profitably, with dignity, and a high level 
of professionalism. I look forward to the 
opportunity to become more knowledge- 
able about the legislative process, and I en- 
deavor to do my very best to continue the 
fine and important work accomplished by 
previous Councils. 


Doug Ross 


| 


Len Peterson 


NEW MEMBERS 
fear Ts 


AIA 


Ray G. Basso, RGB Construction Man- 
agement Ltd.; John N. Birazzi, Lohan 
Associates; Bonnie L. Brueni, Univer- 
sity of Chicago; Robert Carlton, Uni- 
versity of Chicago; George B. Chap- 
man, Loebl Schlossman & Hackl; Mi- 
chael R. Garcia, Matthei & Colin Asso 
ciates; Brad A. Erdy, Lohan Associates; 
William R. Gamble, Lohan Associates; 
David R. Jennerjahn, Valerio Associ- 
ates; Donald A. Johnson, Loyola Uni- 
versity Medical Center; Phillip C. John 
son, Johnson & Lee Architects; Randall 
S. Mattheis, Valerio Associates; Mi- 
chael L. Nardini, I.C.G., Inc.; Patricia 
A, Oleno, David C. Bishop & Co., Inc.; 
Adekunle B. Onayemi, ADE Onayemi 
Architects, P.C.; Sharon J. Sears, JFMC 
Facilities Corp.; Phyliss H. Shaw, Allst 
ate Insurance; Mark E. Spencer, 
Wheeler Kearns Architects; William C. 
Rudd, Matthei & Colin; Paul Weller. 


UPGRADED TO AIA 
Kevin K. Pierce, SOM. 


ASSOCIATES 


Jonathan P. Fine, Jonathan Fine & As- 
socaites; Smita Gupta; Susan M. Har- 
rington; Linda M. Kozloski, The Envi- 
ronments Group; Michael R. Mariano 
Jr., Lohan Associates; Antonio G. 
Pena, Walgreens Company; Robert L. 
Price Jr., Metis Associates Ltd.; Robert 
A. Sanchez, GTS Consultants, Inc.; 
Richard Schaefer, The Premys Corpo- 
ration; Linda A. Schwarzkopf, Con- 
soer Townsend & Associates; Karen 
Sennet, Solomon Cordwell Buenz; 
Dayanne Schurecht, Reed Architects; 
Navalchandra K. Surve, U.S. Navy. 


PROFESSIONAL AFFILIATE 


Jill M. Teller, Dynamic Dimensions, 
Inc.; Vance DuRivage, IIT. 


EMERITUS 
Roy Binkley, Richard M. Barancik, Jo- 
seph W. Casserly. 


TRANSFERS 


From Southwest Michigan Chapter, Pat- 
rick D. Bryck, Associate Member, 
Rozovics + Associates; from Raleigh, 
North Carolina Chapter, David A. 
Norris, AIA, Ralph Burke Associates. 
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HOW ARE TODAY $ 
SCHOOLS PREPARING 


ARCHITECTS 
FOR THE REALITY OF 
TODAYS PROFESSION 


Ken Schroeder 


Jack Hartray 


Ludwig Hilberseimer for the 

July/August 1993 issue of Inland Ar- 
chitect, David Spaeth, professor of archi- 
tecture at the University of Kentucky, 
asks if Mies and Hilbs were successful 
in their teaching efforts: were former 
students able to think, ask the right 
questions, solve problems, and "explore 
all the possibilities before selecting the 
best solution"? At that time, in that par 
ticular architectural cycle with its prolif 
eration of building, these questions 
were probably posed with the practice 
of architecture solely in mind. For 
most graduates of architecture, life after 
architecture school meant practicing ar- 
chitecture. But today, many graduates 
might, or perhaps should ask, After ar- 
chitecture school what? Once again, 
these questions, pertinent first and al- 
ways to life itself, invite application in 
the broadest context. The architecture 
student must now ask," Did my archi- 
tectural education teach me to think, 
ask the right questions, solve problems, 
and explore all possibilities for my ca- 
reer as a financial officer, marketing di- 
rector, real estate developer, journalist, 
contractor, environmentalist, social 
worker, politician, and so on? 

The student, in an earnest quest for 
truth in architectural design, must now 
launch another search as well, for a ca- 
reer outside the traditional practice of 
architecture, one where, quite hopefully 
at least, the architectural education can 
be utilized. The truth discovered is 
that thousands of architectural gradu- 
ates will not be practicing architecture 
in the way we have always thought - or 
dreamed - of doing architecture. 

Alan Forrester, RIBA, director of 
the school of architecture at the Univer- 
sity of Illinois, Urbana-Champaign; 
Jack Hartray, FAIA, interim director of 
the school of architecture at IIT; and 
Kenneth Schroeder, AIA, UIC’s school 
of architecture interim director, came 
together in September at the AIA Chi- 
cago Board of Directors meeting with 
an invitation to discuss architectural ed- 
ucation and the real world after it. It 


Ii an essay on Mies van der Rohe anc 


Fifth in a series of reports derived from 
Board of Directors discussions 


was at this meeting and in following in- 
:erviews that their thoughts on the sub- 
ject were shared. 

Being in a state of "crisis" is not a 
new condition, as we all know. But the 
essential provisions for successful naviga- 
tion of partially explored waters must 
include study beyond the traditional sta- 
ple of, say, design theory. So, what is it 
about this particular cycle? And what 
are the three schools doing to help the 
architecture student meet the changes 
and prepare for the journey? 


MEETING A DEEP AND LASTING 
CHANGE 


Alan Forrester emphasizes that this 
isn’t just another change: it is an "ex- 
treme change; it is impossible to really 
know how great it is, but it is deep and 
lasting." He finds the greatest change 
to be the way in which architecture 1s 
interacting with other professions - plan- 
ners, engineers, landscape architects; 
"the whole host of individuals engaged 
in building are involved in a larger con- 
text." Jack Hartray agrees that the 
greatest change is in how architects 
work; they are no longer operating in 
isolation, but as a team with the pro- 
grammers, developers, builders, engi- 
neers. Forrester adds that the impact of 
the information age will continue to de- 
mand change. 

Ken Schroeder believes the most sig- 
nificant change is that architects are, 
more and more, taking diversified jobs. 
UIC is helping its architecture students 
meet this challenge by its strong com- 
mitment to a liberal arts education, en- 
couraging the student to build long- 
term skills. Their five-year professional 
degree undergraduate program, which is 
being phased out, "gives a good profes- 
sional background, but offers a limited 
ceiling." The new four-year bachelor of 
arts in architectural studies in combina- 
tion with the graduate program "will 
offer new horizons," and a lecture series 
is offered, where alumni who have 
opened up that glass ceiling, discuss al- 
ternative careers. Too, the school of ar- 
chitecture is working with other units 


within the college to offer joint courses, 
removing architecture from its "her- 
metic condition." 

Along with his view that working 
in concert with allied professionals is 
the most critical part of the new 
change, Hartray stresses that IIT has al- 
ways "prepared its students" for work- 
ing as a team, and through its tutorial 
system and elective courses, a great 
amount of flexibility is learned; stu- 
dents "can tailor their education to the 
needs they will be facing." Hartray 
sees the IIT graduate, with his or her 
strong construction technology train- 
ing, prepared “for almost any entry 
level job in contracting, real estate, me- 
chanical and structural engineering." 

At Urbana five double-degree pro- 
grams are offered, so that students tak- 
ing a master of architecture can also en- 
roll in a double-degree program with 
business administration, civil engineer- 
ing, urban planning, finance, and com- 
puter science. While only a small per- 
centage of students currently elect to en- 
roll in the program, Forrester predicts 
an increase. The MBA is the oldest of 
the programs, and it continues to garner 
the most interest. Forrester wants the 
architecture student to leave school 
with the ability "to make judgment, 
handle problems, stay flexible." How 
are they helping that to happen? 
Through design reviews and the ensuing 
discussion between students and critics, 
Forrester finds that students are able to 
build up, over time, a good sense of 
judgment. In the traditional architec- 
ture program the student easily devel- 
ops problem-solving skills. 

Forrester, as well as Hartray and 
Schroeder, finds architectural education 
a very good general education. The ar- 
chitectural education process naturally 
develops creative ability and the propen- 
sity for problem solving. Urbana’s ar- 
chitectural education combined with 
the second degree opens a large field of 
opportunity: business administration, 
computers, marketing, and beyond that 
"T see architecture involved in larger en- 
deavors; it can be an agent for social 


IN ACTION 
Nhs eae 


Thousands of graduates will 
not be practicing architecture 
in the only way we have come 
to think of doing architecture 


"| see architecture involved in 
larger endeavors; it can be an 


10 


agent for social change." 
-Alan Forrester 


change," asserts Forrester. And they 
are putting their efforts where their in- 
tentions are. 

Under the auspices of the Federal 
Emergency Management Agency 
(FEMA), 78 graduate students, along 
with five faculty, identified and went 
into six flood-devestated towns in West- 
ern Illinois. Within the guidelines of 
FEMA, an analysis of conditions was 
conducted. Teams of six to ten students 
worked for two and one-half weeks 
with the community and the agency to 
draw up a report recommending what 
action could be taken: which structures 
should be demolished, reinstated, 
bought-out by the agency, etc. FEMA, 
in expressing its delight with the results 
of the students' efforts presented cita- 
tions and certificates to those participat- 
ing. A copy of the reports may very 
well be forwarded to the head of FEMA. 
In the remaining weeks of the semester, 
design proposals will be drawn up for 
each of the towns, recommending for 
example land use patterns to minimize 
future flooding. Urbana's school of ar- 
chitecture has also been working with 
East St. Louis community leaders for 
the past four to five years in urban revi- 
talization. Two to three years ago the 
school in a joint effort with UIC and 
with the assistance of a Graham Founda- 
tion Grant, explored opportunities for 
new land uses and physical develop- 
ment proposals for Ft. Sheridan. 

"IIT has always had an involvement 
in its surrounding community," says 
Hartray. "This is something I would ex- 
pect to see expand in the future." 

UIC is "moving agressively ahead" 
in preparing students to confront social 
and environmental needs, and says 
Schroeder, current humanities courses 
address the issues and help to guide stu- 
dents into non-traditional architecture 
practice. The school has been busy set- 
tling into a "new democracy." A curric- 
ulum committee is in place, reviewing 
staffing and course content; with fac- 
ulty approval, it has drawn a set of by- 
laws, and there is a sense of "sharing the 
power" as the school's new curriculum 


evolves and offers more multi-disciplin- 
ary course work. 


THE SWELLING NUMBERS 


As our schools attempt to become 
compatible with change by altering 
their philosophy, their curriculum; as 
they search for the appropriate leader- 
ship to guide them through these pas- 
sages, one element remains unchanged: 
the high number of architecture gradu- 
ates flooding the job market. Unde- 
terred by the limited number of tradi- 
tional jobs in architecture, students con 
tinue to enroll in architecture programs 

A young member of the AIA Chi- 
cago Board expressed concern about the 
deluge of architecture graduates, and 
challenged the three educators as to 
what they were doing about it. Accorc 
ing to Hartray, a large percentage of ar- 
chitecture students are preparing 
"strictly for architecture. While they 
are pretty realistic about the job mar- 
ket, a student will still look at himself 
or herself as a special case. The 
schools, however, will continue to re- 
cruit, but "once you get them there 
you're going to give them a good liberal 
arts education - a good thing to have in 
a democracy," says Hartray. The young 
architect does not yet appear persuaded. 
Shouldn't enrollment of architecture stu 
dents be curtailed? Absolutely not re- 
sponds Schroeder. "We're beginning to 
see the direction our alumni are taking; 
they are filling a wide variety of roles 
beyond traditional practice." Alan 
Forrester too disagrees that enrollment 
numbers should be cut back. "There is 
a great deal of opportunity in the 
world, and architecture is a good liberal 
arts education." 

Louis Kahn looked at the "spirit of 
the start" as "the most marvelous mo- 
ment at any time for anything. Because 
in the start lies the seed for all things 
that must follow." Our schools are lay- 
ing down the seeds for a new start, and 
we eagerly anticipate that from the de- 
mands created by yet another change, 
marvelous moments will follow. 

-Annette Kolasinsk 


THE BOOKSHELF 
a PTT 


Jello Mold on a Turntable 


Folding in Architecture, with essays by 
Gilles Deleuze, Peter Eisenman, Kenneth 
Powell, John Rajchman. Academy Edi- 
tions, New York. 95 pages, with color pho- 
tographs and illustrations. Paper, $24.95. 


Reviewed by Mark Hinchman, AIA 


rchitectural Design Magazine, 

published six times a year, looks 

like a magazine: its first section, 
called "Magazine," reviews books and 
exhibitions, and acts, well, like a maga- 
zine; the second section, called "Profile" 
focuses on a particular topic. But its 
bookish attitude provides a level of criti- 
cism found in no other regularly pub- 
lished journal. Describing contempo- 
rary architectural issues with such com- 
plexity is risky, for there is no distance 
from the subject. What we get in "Pro- 
file" is immediate, if often raw. 

Profile No. 102 dissects the latest 
permutation of architectural style: Fold- 
ing. Folding appears to be a develop- 
ment of Deconstruction, the focus of a 
previous Architectural Design (AD) Pro- 
file. Through a series of articles and pro- 
jects, this new style is examined in all 
its wriggling glory. 

Kenneth Powell’s and Greg Lynn’s 
articles act as an introduction and pres- 
ent the movement with well-written 
clarity. Simply put, if a piece of straw 
embedded by a tornado into a tele- 
phone pole symbolizes Deconstruction, 
then a jello mold on a turntable symbol- 
izes Folding. If one reads these two arti- 
cles, one will understand the basics of 
Folding. 

Next comes Gilles Deleuze’s arti- 
cle, "The Fold-Leibniz and the Ba- 
roque,' which is probably the most im- 
portant article in the magazine. 
Deleuze’s comparison of Deconstruc- 
tion and the Baroque will likely be con- 
sidered one of the seminal texts of 
Deconstruction. Yet, if Deconstruction 
is linked to the baroque, surely a discus- 
sion of Folding would mention rococo, 
illustrated with chain-link fence and ro- 
coco grillwork? 

What sets Deconstruction and 


hence Folding, apart from other move- 
ments is its roots in literary criticism 
and philosophy. Initially, Deconstruc- 
tion was a means to study literature. 
When Deconstruction infiltrated 
graphic design, and later architecture, it 
became active and not reactive. It was 
not just a means of critiquing art, it was 
a style of art itself. We therefore get ar- 
ticles in AD’s Profile on Folding that 
are not evenhandedly written, but that 
are themselves a part of the Folding 
movement. 

John Rajchman’s "Out of the Fold" 
is not a very accessible article, and it ob- 
scures as much as it enlightens: "In this 
manner, the concept of complexity is 
freed from the logic of contradiction or 


No movement is so intrinsically 
pure and powerful that all it 
begets will be fabulous. Some 
will soar, some will drop to the 
ground. 


opposition and connected instead to a 
logic of intervals: it becomes a matter of 
a ‘free’ differentiation (not subordinated 
to fixed analogies or categorical identi- 
ties) and a ‘complex’ repetition (not re- 
stricted to the imitation of a pre-given 
model, origin, or end)." 

Claire Robinson’s "The Material 
Fold" is also written in Folding-style, 
yet her touch is poetic; her description 
of a piece of seaweed glistening on a 
rock is a perfect description of one of 
the projects illustrated, Shoei Yoh’s 
gymnasium. 

Which brings up the point that this 
issue is not solely devoted to sentences 
without verbs, but documents several 
notable projects, which are often shown 
in model form. Peter Eisenman’s pro- 


jects are the most rectilinear in the Pro- 
file. His urban project for Frankfurt is 
a variation on the standard German 
apartment block. Also shown is his Al- 
teka Office Building in Japan, ad his 
Center for the Arts at Emory. These 
three projects are clearly the work of a 
stylistically mature architect. 

Another architectural brand name, 
Frank Gehry, delightfully describes his 
bentwood furniture as though he’s writ- 
ing a short story: "I’ve always been in- 
terested in furniture, probably because 
my dad had a little furniture company 
in Toronto for a while." Also shown is 
the Lewis Residence, a collaboration 
with Philip Johnson. It resembles a 
whale washed up on a beach and slit 
open. The Magazine section of this 
issue has an article on Russian houses de- 
signed by British architects, which al- 
lows for an interesting comparison: this 
is what rich people built in the 18th cen- 
tury, the Lewis Residence is what rich 
people build now. 

Greg Lynn’s musings on the Sears 
Tower are even more provocative. If 
the Sears Tower were made of Play- 
Doh and fed through a meat grinder, it 
might resemble Lynn’s ‘Stranded Sears 
Tower.’ Henry Cobb’s First Interstate 
Bank Tower in Dallas is anything but 
provocative; it looks like any other spec- 
ulative office building. 

That the issue ends with a lacklus- 
ter office building, and not the more in- 
teresting article on the film "Termina- 
tor 2" is fitting. No movement is so in- 
trinsically pure and powerful that all it 
begets - texts or buildings - will be fabu- 
lous. Some will soar, some will drop to 
the ground. In this issue, you get plenty 
of both. Whether Folding’s apologists 
can make it intelligible to the general 
public remains to be seen. Folding may 
become a movement in itself, or it may 
remain an academic sideline to 
Deconstruction. Looking at the current 
AD Profile, one can imagine either sce- 
nario. 

Mark Hinchman is a graduate stu- 
dent in art history at the University of Chi- 
cago. > 


11 


The Compact, Affordable Gili 


J. Manuel Gallego, introduction by M. 


A. Baldellou and Manuel Mendes, 194 duo- 


tone illus.; Jose Luis Mateo, introduction 
by Dietmar Steiner, over 100 illus. in 
color and duotone; Vazquez Consuegra, 
introduction by Peter Buchanan, 211 duo- 
tone illus.; Yves Lion, introduction by Al- 
exandre Chemetoff and Pierre-Alain 
Croset, 137 duotone illus.; David 
Chipperfield, introduction by Kenneth 
Frampton, 100 illus., 20 in color; Harry 
Wolf, introduction by Kenneth Frampton 
and Guy Nordenson, over 100 b/w illus- 
trations. All published by Gustavo Gili 
and distributed by Rizzoli, New York. 
Each 96 pages, text in English and Span- 
ish; paper, $28.95. 


Reviewed by Alan Armbrust, AIA 


his second wave of mini-mono- 

graphs published by Gustavo 

Gili expands the series on little 
known European architects. These are 
a follow-up to the very successful and 
profetic volumes on Bach/Mora, Gar- 
cias/Soria, and Livio Vacchini, among 
others. The timing of the previous vol- 
umes just preceeded the explosive im- 
pact of Expo 92 in Seville and the Olym- 
pics in Barcelona. The projects in these 
events and, perhaps, to some degree 
these books propelled the architects 
into international notoriety. The pub- 
lisher calls the series “essential refer- 
ences for every architect’s library." Cer- 
tainly, in our firm, there are at least 
eight to ten architects who own the se- 
ries. 

Another significant reason for the 
impact of the first series was the heavy 
distribution and discounting by the late 
laminated Grey Books’ mail order ser- 
vice. This new batch continues as argua- 
bly one of the best architectural book 
values. 

The Spanish-based publisher has 
seemingly fulfilled his patriotic duty or 
perhaps, like the Spanish architects, has 
become more self-assured and thus will- 
ing to promote other deserving Euro- 
pean talent. This series is equally di- 
vided between Spainards and other Eu- 
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ropean Commonwealth members. 

All six volumes share the same lean 
presentation; a notable architecture 
critic offers a descriptive introduction, 
which precedes a chronological review 
of the architect’s life’s work to date. 
Each project is presented in the tautest 
of format with a minimal description, 
clear black and white plans, a photo- 
graphic documentation of the buildings 
and context, and a lengthy snapshot in- 
vestigation of selected details. Some- 
times, mercifully, the early work re- 
ceives more concentration on the details 
than the big picture, and as each 
architect’s work matures, the focus be- 
comes larger and more thorough. 


VAZQUEZ CONSUEGRA, the Se- 
ville-based architect, is, perhaps, the 
most techtonic of the Spanish new 
guard. The monograph on Consuegra 
traces his origins in large block housing 
projects of Corbusian tradition and, 
most recently, the Navigation Pavilion 
for Expo 92. All the work utilizes the 
reoccurring motif of the arc in plan. 
This is consistently put into contrast 
with the use of minimalist detail play- 
ing against large plain surfaces. His 
work, where spindly steel space frames 
are put into contrast with large volumes 
of concrete, is not dissimilar to the bet- 
ter known French architects Jourda and 
Perraudin. 

JOSE LOUIS MATEO's architec- 
ture is the most confident and sophisti- 
cated of the group, an almost Scarpa- 
like interfacing of old and new. He con- 
sistently creates a textural quality 
within large public spaces, inside and 
out. Among this group, Mateo has the 
largest body of built work and has made 
the most out of it. His widely varied 
practice includes the redesign of piazzas, 
natatoriums, and pavilion-like interven- 
tions into the Spanish urban fabric. 

J. MANUEL GALLEGO’s practice 
focuses almost entirely on housing, 
with the exception of his brilliant Colle- 
giate Church Museum. The wonderful 
detailing of this small, restrined jewel 
makes up for its lack of grandeur. It 


should be just a few more years for a 
new book on his work to appear. 

YVES LION's practice is also hous- 
ing based and characterized by clean, 
simple floor plans interwoven with 
crisp, linear facades. His inventive use 
of detailing in block housing makes one 
envious of the opportunities available in 
French low-income housing. The 
Franco-American Museum in 
Blerancourt is clearly his masterwork. 
This small museum is a most inventive 
addition to an existing chateau utilizing 
every trick of natural light known. The 
expansive floating planes of stone create 
unexpected window openings in eleva- 
tion and skylights in plan. 

Typically, this series features archi- 
tects a little too early in their career, 
but with DAVID CHIPPERFIELD the 
opposite is true. He has been exten- 
sively published and more completely 
documented elsewhere. His work is 
heavily influenced by Ando and the 
work of the Ticino architects, and his 
crisp use of concrete planes belies his 
English origins. This book traces his rel- 
atively modest interior projects to the 
explosion of commissions in Japan. 

The volume on Los Angeles-based 
architect HARRY WOLF, not released 
in time for this review, presents all of 
his work since 1969. 

-Alan Armbrust is an architect with 
O’Donnell Wicklund Pigozzi & Peterson. 


Vanity Press (Not!) 


Signature, Nos. 1 and 2, Chicago Archi- 
tectural Club, 1993. Each 20 pages, $5. 


Reviewed by PETER EXLEY, AIA 


IE recent years, assorted "catalogues" 
of Chicago architecture have come 
and gone - the AIA Chicago's Archi- 
tecture Chicago is the sole survivor. The 
Chicago Architectural Club has broken 
the mold, calling it a day for the Chi- 
cago Architectural Journal and succeed- 
ing it with an infinitely more digestible 
series and a far more appropriate legacy. 

The new journal, Signature (appro- 
priately to be bound together periodi- 
cally), is a great idea; a modest, brief, 
yet elegant brochure of architectural im- 
pressions devoid of glossy images but 
brimming with spirit and an enthusiasm 
indicative of the "renovated" Club. 
Each journal is edited by a different 
club member - Debra McQueen and 
Doug Garofalo for the two inaugural 
editions, who take free reign within the 
8" x 10" format, not only in subject mat- 
ter but also in contrasting graphic styles 
and even paper stock. The result is vari- 
ety and a quick read exposing the ideas 
and passions of Chicago architects and 
their art. It is exceedingly palatable in 
both content and format, not to men- 
tion price. 

The tone of both issues is interest- 
ing; neither has the usual flag-waving, 
self-congratulatory air that local jour- 
nals often favor. Geoff Goldberg’s "Re- 
thinking the Agenda," and Timothy 
Brown’s "The Architect The City and 
The Planner" in Signature Number 1, 
are invitations to improve the architec- 
tural process in the city and to recover 
our "lost legacy." Both are answered in 
varying degrees by the assortment of 
suggestions, guidelines, and urban pro- 
jects coined and illustrated in the re- 
maining seven essays. Signature No. 2 
is an obtuse "guidebook" to perceptions 
of Chicago, a subject too fascinating to 
be covered extensively by the brief for- 
mat. Perhaps this is Signature’s major 
weakness - or perhaps its strength: the 
brevity and diversity of information is 
refreshing and presumably (relatively) 
manageable to publish. Hopefully this 
will ensure its longevity. -Peter Exley is 
an architect with Meisel Associates, Ltd. 
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Asbestos Abatement Design 
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Sabo & Zahn 
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PEOPLE 


Graham 
Foundation Di- 
rector Carter 
Manny, FAIA, 
will retire 
from the Foun- 
dation on No- 
vember 20. 
Manny, who 
has been direc- 
tor for 22 
years, will be 
succeeded by 
Richard Solomon, AIA. Solomon, 
most recently editor of Inland Architect, 
was in the firm of Solomon Cordwell 
Buenz prior to opening his own firm in 
1977. He has taught at a number of ar- 
chitectural schools, participated on de- 
sign juries, and contributed articles to 
the local and national architectural 
press. 

Manny, involved with the Founda- 
tion since its inception in 1955, was se- 
lected by the Chicago Tribune in 1982 as 
one of the city’s "Movers and Shakers" 
in the arts. That same year, the Chi- 
cago Chapter AIA honored his work at 
the Graham Foundation by presenting 
him with a Distinguished Service 
Award. Former President (1973) of AIA 
Chicago and of the Chicago Architec- 
tural Club (1981, 1982), Manny began 
work at the Foundation while he was a 
partner at Murphy/Jahn (Naess & Mur- 
phy and C. F. Murphy Associates), and 
during his long association with the 
Foundation, he has seen its assets grow 
ten times over and the number of grants 
awarded increase from the initial nine 
to 111 in 1992. Thousands in Chicago 
have had the pleasure over the years of 
being a recipient of the cultural life of- 
fered by the Graham Foundation, and 
we'll miss Carter Manny coming to the 
microphone in the third floor ballroom 
at the Madlener House to introduce the 
architectural world's famous. 

Y 

Thomas Beeby, FAIA, was pre- 
sented with the 1993 Loyola University 
of Chicago-Mellon Humanities Award 
in October. An exhibition of drawings 
and a model of the Harold Washington 
Library was held in October in conjunc- 


Carter Manny, FAIA 
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tion with the award. 


Y 

Michael Gelick, AIA, has an- 
nounced the formation of Gelick Associ- 
ates, which in addition to offering di- 
verse architectural, interior space plan- 
ning, and design projects, will pursue re- 
search and implementation of buildings 
oriented to the issues of sustainability 
and conservation of energy. Gelick As- 
sociates, Architecture Planning Design, 
is located at 751 S. Clark St., Chicago 
60605; telephone 312/786-2201; fax 
312/786-2209. 

v 

Adrian Smith, FAIA, has been 
elected chief executive officer of 
Skidmore, Owings & Merrill, replac- 
ing the office of chairman, held by 
David Childs. Childs, who was elected 
to a two-year term as the firm's first 
Chairman in 1991, will continue as a de- 
sign partner and senior member of the 
New York office. Smith has been with 
SOM since 1967. He will serve for a 
one-year term, which was effective Oc- 
tober 1. 

v 

Kay Offerman has been named Sec- 
retary/ Treasurer of the five-member 
AIA Chicago Foundation. Offerman, 
whose three-year appointment began in 
September, is office manager at 
Pappageorge Haymes Ltd. She is a past 
president and director of the Society of 
Architectural Administrators, and is 
SAA’s current treasurer. 

Y 

Robert E. Surman, AIA, has been 
appointed president of Graham, Ander- 
son, Probst & White, which is entering 
its 120th year of service. 


Arlene Warda, AIA, has written a 
series of articles regarding the exhibi- 
tion "Sacred Architecture: Places for 
Worship in the Late 20th Century," to 
be published by Chiesa Oggi. The exhi- 
bition, organized by Warda and featur- 
ing religious architecture acclaimed in 
the U.S. and abroad, has been shown at 
the New York Chapter and Boston Soci- 
ety of Architects. The magazine will 
feature photographs, sketches, floor 
plans, and elevations of the work of E. 
Fay Jones, FAIA, Norman Jaffe, FAIA, 
Justus Dahinden, Hon. FAIA, and 


Abdel Wahed El-Wakil, Hon. FAIA. 
M 


Professional Affiliate Pat 
vp has expanded her firm's ser- 
vices to include executive search, after 
many such assignments without fanfare. 
Rosenzweig's specialty is in senior and 
mid-level marketing positions. She also 
consults with clients on marketing orga- 
nization matters apart from search. 

v 

Lohan Associates intern Camilo 
Oquendo, a third-year architectural de- 
sign student at UIC, recently received a 
first place "Imagin-Nations" award 
from Walt Disney Imagineering. The 
nationwide design competition was es- 
tablished in 1992 to encourage minority 
and female college students to develop 
creative skills and prepare them for pro- 
fessional careers. Oquendo, who has 
also won the outstanding design award 
in the Hilberseimer achitectural prize 
competition, was awarded a grant and a 
six-month co-op assignment with Walt 
Disney Imagineering. 


v 

Deborah Doyle, AIA, president of 
the Architecture Society, The Art Insti- 
tute of Chicago, has announced that the 
Society has taken on a new name and 
with it "a new phase of programming." 
"The Architecture and Design Society," 
will provide members an opportunity 
to keep "abreast of the latest trends in 
architecture, as well as its related disci- 
plines: industrial design, graphic design, 
interior architecture/design, landscape 
design, and others. In the coming year, 
expect to find programs on the 
McCormick Place expansion, evenings 
with Daniel Libeskind and Gae Aulenti, 
a tour previewing UC's Graduate 
School of Business, a Design Ball, and 
more. For membership information, 
call 312/443-3631. 


PROJECT SPOTLIGHT 

Y 

Holabird & Root has been selected 
Architect of Record for design of a $38 
million addition and renovation project 
at Western Michigan University, 
Kalamazoo. The winner of a design 
competition featuring six national 
firms, Holabird & Root's scheme cre- 
ates a new anchor for the University's 


science system. The 108,000 square-foot 
addition, plus renovation of Wood 

Hall, a 189,000 squaret-foot multi-use ac- 
ademic facility will allow consolidation 
of chemistry, bioscience, and geology 
currently scattered throughout the exist- 
ing campus. 


LZT Associates, Peoria, with 
LZT/Fillung of Glen Ellyn, have been 
selected by the State of Illinois CDB and 
the Department of Corrections to de- 
sign a new 500-inmate maximum secu- 
rity correction center ("Super Max"). 
The project cost is projected at $60 mil- 
lion and is expected to open in 1996, 
The site selection will be announced 
shortly. 

Y 

Arlene Warda, AIA, and her firm 
Warda + Associates are completing de- 
sign work on a new 28,000-square-foot 
church. The 1,200-seat sanctuary will 
be located on the west side of Chicago, 
with construction to begin in the spring 
of 1994. The Naperville firm of Dixon 
& Associates, Architects/Engineers are 
the engineer and architect of record. 


COMPETITIONS 

v 

The 20th annual Excellence in Ma- 
sonry Architectural Awards Program 
is announced. Any registered architect 
or accredited mason contractor may 
enter projects that have been con- 
structed and completed between Janu- 
ary 1, 1989 and September 1, 1993. Pro- 
jects must be predominately of mason- 
ry, including stone, which is exposed to 
view. Declaration of intent to enter 
must be received by November 30 and 
submission of materials is due January 
19, 1994. There is an entry fee of $100 
per project. For further information or 
to request materials, contact the Illinois 
Indiana Masonry Council, 708.297-6704. 


v 

The Illinois Chapter, ASHRAE is 
looking for examples of innovative 
building and facility designs. Design 
professionals from all engineering disci- 
plines are invited to enter one or more 
projects. Encouraged are entries that de- 
scribe new ideas for saving energy and 
building costs, in lieu of actual projects. 
All entries will be judged on one or 
more criteria, including renewable re- 
source utilization, energy and environ- 
mental conservation, economic analysis, 
and overall excellence. There is no 
entry fee. Entries will be accepted until 
December 8. Write to Illinois Chapter, 
ASHRAE, 600 S. Federal St., Suite 400, 
Chicago, IL 60605, or call 312/922-6222. 
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THE GOLD DIVISION 


WERE b ——- 


Offered by ARISTON REAL 


INTERIOR 
CONSTRUCTION 


commercial * residential 

specialist in projects involving: 
Special Conditions 
+ multiple phases 
+ ongoing owner operations 
* intense coordination 
+ detailed designs 
* quality finishes & millwork 
* special purpose spaces 
+ temporary facilities 


Pre-Construction 

» value engineering 

+ cost estimating 

» scheduling & planning 


Construction 

s general & specially const. 
s systems furn. installation 

s const & move coordination 


O'BRIEN & SHERMAN 
Construction Co. 


Q 708-640-6200 B 708-640-6245 
Contact: 
Kevin R. Sherman, AIA 


As featured in "A Guide- 
book to the Architecture 
of River Forest." Land- 
mark Italian Renaissance 
villa with 3-room coach 
house. $589,000. 


Contact: 
Laura Good 
708.771.2280 


(Broker has an interest) 


TY 


CLIENT PROJECT 


A Time and Billing 
System that accounts for 
charges to an unlimited 
number of projects (or 
matters). Regular price 
$299; currently price 
reduced for limited time 
discount. 


for information call: 


MICRO BILLING SYSTEMS, INC. 


117 W. Harrison #624M Chicago IL 60605 
Tel: (312) 939-1869 Fax:(312) 939-1351 


Land Surveying 


Zarko Sekerez & Associates has provided 
Professional Land Surveying Services to 
Architects since 1964. Call us today and 
discover the difference total commitment 
to client satisfaction makes. 


Zarko Sekerez & Associates 


Land Surveying & Civil Engineering 


111 West Washington, Suite 940 
Chicago, Illinois 60602 
(312) 726-1313 * fax (312) 236-9506 
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Y 

The American Hardboard 
Association's Home of the Year compe- 
tition is open to any architect or prime 
contractor/builder with a single-family 
detached home or multi-family develop- 
ment with 20 or more units in the U.S. 
ready for occupancy between January 1, 
1992 and December 31, 1993. The 
project must be at least 5096 hardboard 
siding to clad the exterior, including 
front elevation (new construction only). 
Entries must be postmarked before Feb- 
ruary 14, 1994. Contact American Hard- 
board Association, 1210 W. Northwest 
Highway, Palatine, IL 60067; phone 
708/934-8800; fax 708/934-8803. 


CONTINUING EDUCATION 

Y 

Don't foreget the November 12 
AIA Illinois Annual Conference. It 
will be held at the Springfield Renais- 
sance Hotel and has a roster of pro- 
grams that will help you advance your 
practice. "Finding Your Way in the 
Public Marketplace" will find represen- 
tatives from the Illinois Department of 
Transportation Divison of Highways 
and of Public Health; the Illinois Board 
of Education, the CDB, and the Chicago 


HUEY 


PROVIDING REPROGRAPHIC SERVICES TO CHICAGO 
ARCHITECTS AND ENGINEERS SINCE 1915 


(312) 782-2226 


RIVER NORTH: 435 N. LaSALLE 


(312) 644-2264 


HAYMARKET: 652 W. RANDOLPH 


(312) 454-1216 


NORTH PIER: 455 E. ILLINOIS, #562 


(312) 321-8260 


MAIN PLANT 
19 S. WABASH 
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Park District making presentations. 
Dawn Clark Netsch is the dinner 
speaker. Stay on Saturday, the 13th, for 
the symposium "New Markets: Provid- 
ing Facility Management Services" and 
"Outsourcing Facility Management Ser- 
vices." Register for Friday's conference 
at AIA Illinois: 217/522-2309. For 
Saturday's program, call Marc Gravall- 
ese at the Institue, 202/626-7539. 

v 

An all-day seminar on "Non-Resi- 
dential Wood Construction" will be 
held December 3 at the Clarion Hotel, 
6810 N. Mannheim Rd., Rosemont, by 
the American Plywood Association, 
American Wood Systems, Southern For- 
ests Products Association, and Ameri- 
can Forests and Paper Association. The 
seminar will cover design considera- 
tions, product recommendations, and 
performance of wood in commercial 
building applications. Topics include 
Structural Panels, Engineered Wood 
Products, Connections, Code Confor- 
mance, and Lumber. The fee of $65 
($50 each additional person) includes 
lunch and a binder of technical informa- 
tion. Pre-registration deadline is No- 
vember 15. Contact the American Ply- 
wood Association, 202/565-6600. 


v 

Beginning February 21 and running 
five successive Mondays from 6-8 p.m., 
Pat Rosenzweig will teach "Marketing - 
Getting Your Share," at Harrington In- 
stitute. Subject to approval by IBD, the 
course, designed for small firm princi- 
pals and marketing staff in larger firms, 
will earn .8 CEUs. It involves hands-on 
exercises in market planning, selecting 
and scoping collateral materials and 
media packets, and presentation plan- 
ning and execution. Call Bryan Styer at 
Harrington, 312/939-4975. 

v 

The joint Research Council of the 
AIA and the Association of Collegiate 
Schools of Architecture (ACSA) have or- 
ganized the conference "Secure and Liv- 
able Communities: Crime Prevention 
Through Environmental Design," 
which is sponsored by the National In- 
stitute of Justice, U.S. Department of 
Justice. It will be held in Washington, 
D. C., December 9-11. The conference 
will illustrate how buildings and com- 
munities can be designed and managed 
to reduce crime and improve quality of 
life, by treating the built environment 
not simply as a setting in which crime 
occurs, but also as a means to deter crim- 


CAD Plotter down? 
Facing deadlines? 


Call Huey. 


Huey Reprographics/CADD Plotting 
Service is your emergency source. 


Complete Reprographic Services 
* 24 hour 7 day week modem service 
up to 19,200 baud 
* Our plotters support most IBM and 
Macintosh PC-based CAD Systems 
and many mainframe systems 
* No monthly charge 
* 400 DPI for excellent output 
* Plotting on bond, vellum or mylar 
to meet your needs 
e Full color or B&W of your CAD files 
* 42" width, any length 
* Aperture card printing available to 36 x 48 
e Same day processing 
* Technical support and consultation 
* Full line reprographics house for 
your post plotting needs 


e Canon laser (r) color copies 

* Dry mounting for presentations 

e Photomechanical: washoff, fixed line, 
silver slicks 

* Pin-register overlay drafting repro 
specialists 

* PMT stats 

* Large format 5080 (r), 2080 (r) xerox 
copies 

* Whiteprints, sepias, bid set printing 

* High speed duplicating: specifications, 
booklet, reports 

* Offset printing 

* Drafting supplies 

* Huey deluxe drafting tables, Diazo 
blueprint paper 


inal activity and enhance safety and se- 
curity. Issues to be addressed include 
environmental design and community 
policing, and the role of the planning 
process (building, zoning, and public re- 
view) in making communities safe and 
secure. For more information, contact 
Pradeep Dalal at 202/785-5912. 

Y 

December 7-10 Italian Technology 
Week (ITW) will be held in Chicago at 
the Cultural Center. Sponsored by 
Istituto Italiano per il Commercio Es- 
tero/Italian Trade Commission, in co- 
operation with Northwestern Univer- 
sity International Business Develop- 
ment Program, the event features daily 
sessions focusing on specific technologi- 
cal areas such as Computer Sciences and 
Space Technologies, Energy and Envi- 
ronment, Advanced Technology for Res- 
toration of Works of Art and Buildings, 
Robotics and Flexible Automotion, Op- 
toelectronics, and Telecommunications. 
American researchers, industry leaders, 
and representatives of major Italian pub- 
lic research organizations, industrial 
groups, and high tech companies will 
lead the daily sessions, which begain at 
9 a.m. and run until 4 p.m. For further 
information, contact Jo Anne Sanders, 
Northwestern University International 
Business Development Program, 
708/491-5617; fax 708/491-4251. 


VARIOUS MATTERS 

v 

The Art Institute will be 100 years 
old on November 1, and in celebration 
they are mounting "Chicago's Dream, 
A World's Treasure: The Art Institute 
of Chicago, 1893-1993. The exhibition 
of approximately 300 of the Institute's 
most important and historically signifi- 
cant works of art opens November 1 
and runs through January 9, 1994. 

Y 

IIT, which has recently opened to 
students the Graham Resource Center, 
a branch of the main library with sev- 
eral thousand books, current serials, and 
videotapes, now needs a TV and VCR so 
that the students may view this large 
collection of tapes. If you would like to 
donate this needed equipment, please 
call the librarian, Anita Anderson, 
312/567-8830. 


Design firms looking for either a 
buyer or an acquisition are invited to 
file entries for the 9th Annual confiden- 
tial Mergers and Acquisitions List pub- 
lished by The Brian J. Lewis Company. 
Call or fax by the end of November at 
919/799-2367. There is a fee to be in- 
cluded. O 


The Calendar 
Continued from page 18 


19 Friday 


WAL Tour. Chicago Title and Trust 
Bldg. 6p.m. Dinner following. RSVP to 
Joan Masalli, 708/696-4138. 


20 Saturday 


e Healthcare Projects Exhibition Recep- 
tion. 6-8 p.m. CAF Atrium Gallery, 224 
S. Michigan. Contact Scott Nelson, AIA, 
312/908-8788, 


23 Tuesday 


e Chapter Board Meeting. Noon. Board 
Room. 


e Computer Program. Virtual Consul- 
tants. 5:30 p.m. Board Room. 


CSI Chicago Chapter Program. The 
Americans with Disabilities Act. Jack 
Catlin, AIA. 6 p.m. Holiday Inn Mart 
Plaza Buttons Banquet Room, 15th floor. 
$5. RSVP 312/641-5986 by Noon 11/22. 


26 Friday 


e Chapter Office Closed for Thanksgiv- 
ing Holiday. 


30 Tuesday 


e Architecture for Health Program. Medi- 
cal Technologies. 4-5:30 p.m. CAF 1st 
Floor Conference Rm., 224. S. Michigan. 


€ Office Practice Program. No Magic in 
Partnering. 5:30 p.m. Board Room. 


Deadline. Excellence in Masonry intent 
to enter. 708/297-6704. 


December 


1 Wednesday 


e Planning & Urban Affairs Committee 
Meeting. Noon. Board Room. 


3 Friday 


APA All-Day Seminar. Non-Residential 
Wood Construction. Clarion Hotel, 6810 
N. Mannheim, Rosemont. 206/565-6600. 


DO YOU NEED 
INFORMATION OR 
ASSISTANCE ON ANY 
OF THE 
FOLLOWING? 
Ornamental Plaster 
Interior Gypsum Plaster 
Portland Cement Plaster 
Spray Fireproofing 
Gunite Rock Work 
Veneer Plaster 
Stucco Work 
Scagliola 
E.I.F.S. 

Sgraffito 
Cast Plaster 
Racquetball Courts 
Hvdronic Heat in Plaster 
Electric Heat in Plaster 
Just give us a call. 


We will be happv 
to serve vou. 


CHICAGO 
PLASTERING 
INSTITUTE 


6547 N. AVONDALE AVE. 
CHICAGO, IL 60631 
Phone (312) 774-4500 
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THE CALENDAR 


November 


RS EI ET] 
3 Wednesday 


e Planning/Urban Affairs Committee 
Meeting. Noon. Board Room. 


CAF Lecture. The Installation of the 
Frank Stella Sculpture at the Ralph Metcalf 
Federal Center. Lynn DaCrosse. 12:15 
p.m. CAF Lecture Hall, 224 S. Michigan. 


Builders Assn. of Greater Chicago Semi- 
nar. Shifting Lines of Design Responsibility 
in the 90s, 8:30 a.m.-Noon. Quality Inn 
at O’Hare/Clarion International, 6810 N. 
Mannheim, Rosemont. 708/409-0808. 


UIC Lecture. Idea, Concept and the Instru- 
mental of the Barcelona Modern Open 

Spaces in the Context of the Mediterranean 
Landscape. Miquel Vidal Pia. 5 p.m. Rm. 
250, Behavioral Sciences Bldg. Reception 
following. 312/996-3335, 


Financial Seminar. Achieving Your Finan- 
cial Goals - Investing in the 1990s. Compli- 
mentary by Painewebber. 6 p.m. 181 W. 
Madison, 43rd floor. 312/683-6420/6421. 


EEE Spa CR] 
5 Friday 


IFMA/Northern Illinois Chapter Semi- 
nar. 5th Annual Facilities Management 
Education Seminar & Exposition. 8 a.m.- 
4:30 p.m. At Arthur Anderson & Co. 
SC, 1405 N. 5th Ave., St. Charles. 
708/789-6262. 


e Design Excellence Awards. 7 p.m. 
Hotel Nikko. 


—8—— a OOS Se TED T E] 
8 Monday 


Graham Foundation Lecture/Exhibi- 
tion Opening. Context & Continuity in 
the Work of Wilhelm Holzbauer. Lecture 
bv Holzbauer. Exhibition on view 
through 11/24. 


€ Government Affairs Program. Follow 
Up on the Overall Permit Process. 4-6 p.m. 
Harold Washington Librarv Auditorium. 
RSVP BAGC, 708/409-0977. 


ETT II 
9 Tuesdav 


e Chapter Executive Committee Meeting. 


18 


8 a.m. Board Room. 


€ Corporate Architects Program. Out- 
sourcing: A Business Reality. 5:30 p.m. 
Board Room. 


e Historic Resources Committee Meet- 
ing. 5:30 p.m. Office of the Commission 
on Chicago Landmarks, 320 N. Clark, 
Rm. 516, All welcome. RSVP to Gunny 
Harboe, 312/836-7700. 


SEAOI Program. Designing to Survive 
Terrorist Attacks. Dinner 6 p.m., lecture 
at 7 p.m. Como Inn, 546 N. Milwaukee. 
Cost and RSVP, Dr. Jamshid 
Mohammadi, 312/567-3547. 


10 Wednesday 


CAF Lecture. Oasis Restaurants: Modern- 
ism for Motorists on the Illinois Tollway. 
Steve Sennott. 12:15. CAF Lecture Hall, 
224 S. Michigan. 


© Real Estate Committee Meeting. 5:30 
p.m. Draper & Kramer, 33 w. Monroe, 
19th floor. 


UIC Lecture. Vienna: Images of Venera- 
tion, Decay & Desecration. John 
Macsai/Mitchell Schwarzer. 5 p.m. Rm. 
250, Behavioral Sciences Bldg. Reception 
following. 312/996-3335. 


11 Thursday 


SMPS Breakfast Meeting. Speaker: Deb- 


orah Stone, Ex. Dir., Metropolitan Plan- 
ning Council. 8-9:30 a.m. Palmer House 
Adams Ballroom. $30 members/$50 non- 
members. Fax RSVP by Noon, 11/9, to 
312/266-8059. Bring check. 


€ Government Affairs Committee Meet- 
ing. 5:45 p.m. Environ, 401 W. Supe- 
rior, 5th floor. 


Chicago Committee on High Rise Build- 
ings Seminar. Amoco Buiilding Facade 
Recladding. 12:30-5 p.m. Fairmont 

Hotel. $45. To register: Duane Sohl, 
AIA, 312/836-4321. 


12 Friday 


AIA Illinois Conference. In Springfield, 
Renaissance Hotel. 9 a.m. registration. 
217/522-2309. 


16 Tuesday 


e Committee on Environment Meeting. 
5:30 p.m. Board Room. 


Se aE ae ETE] 
17 Wednesday 


CAF Lecture. Music Centers in Chicago. 
Joseph A. Gonzalez. 12:15 p.m. CAF 
Lecture Hall, 224 S. Michigan. 


e Design Committee Meeting. 5:30 p.m. 
Board Room. 


UIC Lecture. Philip Johnson and the Will 
to Power. Uhhval Vyas. 5 p.m. Rm. 250, 
Behavioral Sciences Bldg. Reception fol- 
lowing. 312/996-3335. 


je ET a su a) 
18 Thursdav 


e Technical Program. Dissimilar Metals in 
Contact. Noon. Chicago Bar Assn. $7.50 
includes luncheon. Lunch tickets at Bar 
Assn. Membership Office. 


e Interior Architecture Committee 
Meeting. 5:30 p.m. Location TBA. 


CSI, Northern Illinois Chapter Pro- 
gram. Specifying Audio Visual Rooms. 
Dinner, 6:30 p.m. Holiday Inn, 860 Ir- 
ving Park Rd., Itasca. Cost and RSVP: 
Lawrence Gamm, 708/668-8700. 


v 
CALENDAR CONTINUED ON PG. 17 


Merchandise Mart, 
Panel Concepts 
Showroom; 
Painting on Cabinet 
Doors 


Please call 
for a brochure. 


M KOZAN STUDIOS 
| Trompe Loeil/Faux Finishes 
ED (312) 787-4014. 


BOTTI STUDIO 

OF ARCHITECTURAL ARTS, INC. 
919 GROVE ST., EVANSTON, IL 60201 
Phone: 708/869-5933 Fax: 708/869-5996 


STAINED AND FACETED GLASS WINDOWS 
MOSAIC * PROTECTIVE GLAZING * SCULPTURE 
BEVELED GLASS * METAL * MARBLE 
COMPLETE INSTALLATION 


SANCTUARY FURNISHINGS 
COMPLETE INTERIOR RENOVATION 
SANDBLASTING * STAINED GLASS RESTORATION 
PAINTING AND DECORATING * MURALS + WOOD 
STAINED GLASS CONSULTANTS 
METAL AND WOOD FRAME RESTORATION 


Field Representatives: 
New York N.Y., Cleveland Ohio, Atlanta Georgia, 
Sarasota Florida, Phoenix Arizona, 
San Diego, Los Angeles, San Francisco California, 
Seattle Washington 


Call or Write for a Free Brochure 


now has more repro-drafting 
capability than anyone in the Chicago area. 


FIRST IN 
CHICAGO 


Now...50% . 
more capacity 


to enlarge and 
reduce drawings 


INTRODUCING 
"* SHACOH 36 
COPIER 
e Enlargements to 210% With the new SHACOH 36 added to our two XEROX 2080 
l copiers, Mossner has the most modern computer controlled 
e Reductions to 45.8% repro-drafting capability in the Chicago area. The SHACOH 
0 36 is the most versatile and the most accurate copier on the 
e Increments of 1/10 of 1% market today. And it’s first in Chicago at Mossner, the largest 
: " reproduction house in the Midwest. 
* Widths to 36 The new SHACOH 396 allows us to deliver exceptional 
: quality copies in a shorter period of time to the exact speci- 
* Variable Lengths fications you require. You benefit with increased productivity 
* Exceptional Reproduction and money savings. Compare our services. You'll see we 


can handle all of your repro-drafting requirements. With the 
greater capacity afforded by our new SHACOH 36 we have 
more capability than anyone in the area. Call 372-8600 for 
a quick pick-up and guaranteed delivery. We'll show you 
what service in repro-drafting is really all about. 


Mossner 372-8600 


THE REPRODUCTION PEOPLE e LARGEST IN THE MIDWEST 
Mossner Building @ 137 North Wabash at Randolph (across from Marshall Field's), Chicago, IL 60602 


rnnnnnh Fast one-source service for all of your reproduction requirements 
ones PHOTOMECHANICAL SERVICES OFFSET PRINTING 


* STAR-REPRO ® Drafting * Autopositives * Xerox 2080—24" * Specification sheets and booklets 


Systems — for pin-bar. * Scissor drafting * Shacoh 36—36" + MAGI-COPY' fast printing service 


overlay and team drafting * Photo drafting tansucerntivellum Or 

* Precision camera work * PencilTone a Mylar intermediates, and — ideal for ad and 
up to 48 in. by 72 in reproductions paper prints—reduced or engineering specifications 
enlargements and 


* Xerox 600 enlargements enlarged 


reduction to 10 times from 35mm microfilm BLUE PRINTS, 


105mm and 35mm MICROFILM SERVICE WHITE PRINTS, 
DRAFTING SUPPLIES AND SEPIA INTERMEDIATES 
FURNITURE ON PAPER OR MYLAR 


WE DO IT ALL UNDER ONE ROOF 
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BOARD OF DIRECTORS 


PRESIDENT 
John H. Nelson, AIA 
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William D. Bradford, AIA 
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Gigi McCabe-Miele, AIA 
Thomas R. Samuels, AIA 
John B. Syvertsen, AIA 
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A Chapter of The American Institute 
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